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CIRCULAR LETTER NO. 12 


EDUCATIONAL AND TRAINING FILMS 


le Attached heroto is a list of War Department films available to 
all units for use in education on basic and technical medical subjects and 
for the training of Modical Departmont personnol. 


2e It is desired that full utilization be made of theso excellent 
films. 


3e All Yar Department films are distributed by the Signal Corps 
through film librarics located in ench USASOS Base Command. Thosc librare 
ics serve all units of all U.S. Army forces in the base arcae Advance 
showings may bo arranged by direct comaunication with the officer in 
charge of this library. Projectors and other necessary equipment can bo 
made available in most basese 


4. All surgeons and medical unit commanders are urged to meko full 
use of theso and all other appropriate training films available. A report 
on the extont of the use of such films should be included in tho Quarterly 


Report for History of Medical Activities required by AR itm implomented 


by dircetives issued in this theater of oporations. 
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UY be. ZENIT 

Brigadicr Geonoral, UeSe Arny 
Theater Surgeon 


Incl: as indicstod. 


DISTRIBUTION: 
A, (MD) 


By Courier to Command, 
Section and Baso Hge 
By mail to all SWPA 
Surseons and commandors 
of medical units. 
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UNITED STATES ARMY FORCHS IN TEE FAR EAST 


(Inclosure, Cir Ltr 
No. 12, PEMD 413.53) 


Films listed below may be booked through the nearest Signal Corps 
In most bases previews. may be arranged. bookings 


Base Film Library. 


OFFICE OF THE THEATER SURCEON 


APO 501 
19 May 1945 


WAR DEPARTMENT TRAINING 
FIIMS ON MEDICAL SERVICE 


should bo made as far in advance of showing as is practical. 


TRAINING FILM 


8-953 


8=953-f 


8-999 


8=1000 


8<1174 


PERSONAL HYGIENE (Running time: 36 min): How 
to perform first military cuty, i.e. keep in 
good physical condition, by personal and bar- 
racks cleanliness, march hygiene. 


MALARIA = Cause and Control (Running times 25 ve) 
min): Shows why malaria has become a prime Wee 
military problems; tells the life story of the 

mosquito, and how its threat can be minimized. 


THE MOSQUITO {The Winged Scourge), also listed 
as Mise. 157 (Running time: 10 min): A ivalt 

Disney cartoon starring the Seven Dwarfs in the 
role of avengers and destroyers of the anapho»- 


lene mosouito. Excellent closc-ups of the winged 


Cnemye . : 


THE FLY (Runnine times 16 min): Life history 
or the fly, its breeding and disease-bearing 
habits, how to eliminate its menace. 


THE LOUSE (Running times: 20 min): Presents 
three types of lices body, head and crabs’ | 
gives types of diseases transmitted by eachs 
describes methods of decontamination. 


PURIFICATION OF WATER (Running time: 19 min): 

Dangers of drinking polluted water are stressed, 

all methods of purification, by group or indivi- wha 
dual, are demonstrated. 


MILITARY SANITATION - Disposal of Human Waste 
{Running times 18 min): The importance of 
strict sanitation. All types of latrines area 
exhibited, suggestions made for improvisation 
in the field. 
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WD Training Films on Medical Service, Gont'd: 


TRAINING FILM 
8=1180 


8-1238 


E=-1288 


81345 


8-1346 


TITIE AND DESCRIPTION 


FIRST AID FOR CHEMICAL CASUALTIES apie: times 


24 min): Complete details of first aid proce= 
dures in treating victims of following gases: 
tear, phosgene, vesicant, white phosphorus, 
irritant smoke. : a 


SEX HYGIENE (Running times 32 min): Causes, 
effects and prevontion of venereal diseasos; 
actual diseased cases shown; domonstration of 
importance and technique of prophylaxis. 


LOUSE-BORNE DISEASES (Running time: 19 min)s 


-Micro-photography shows life cycie of the louse; 


record as a killer citeds meusures of control 
described. | ri) 


CARE CF THE SICK AND INJURED, Part i, Morning 
Care (Running tines 8 min): Portrays the daily 
morning rowtine of a medical corpsman; includes 
techniques to improve morale of patients as well 


as physical wollbeing. 


CARE OF THR SICK AND INJURED, Part 2, Evening 
Gare (Running tine: @ min): Portrays daily — 
evening routine in 9 military hospital ward, 


what the rogular duties of tho corpsman at ‘that 


time are, the changing of tho shifts, night 
vigilance. 


CARE OF THR SICK AND INJURED, Part 3, Operativo 
Care (Running timc: 9 min): Preparetion of room 
to receive patient coming from surgery, caro of 
the patient through the anesthetic stages until 
he becomes fully consciouse 


the techniques of ascertaining teuporature, pulse 
and respiration, proper recording of same. 


CLINICAL MALARTA = Nevy Film (Running time: 
26 min): Covers the clinical aspects of malaria. 


Primarily for Medical Corps Officers. i 


OARE OF THE SICK AND INJURED, Part 4, Tompe, Pulse 
‘and Resp. (Running timo: 15 min)® Domonstration of 


CBRE OF THE SICK AND INJURED - "Surgical Dressings": 
instruction for onlistod tod technicians in their 
duties of care for patients and, particularly, in 
the changing of surgical dressings. 


‘ait 


8-1389 
86-1390 
8-1391 
8-1392 
§-1393 
8-1394 
8-1395 
8-1396 
§-1402 


8=2047 


8=2049 


8=2057 


THR WORK OF Tiki KIDNEYS: Fundamental ieforuake aes 


ia 


ITLE AND DESCRIPTION 


ae eee 


z 


CARS OF THE BICK AND UMURED: ="Rhemas", How 


enemas are administored. 


THE HEART AND CIRCULATION: Anatomy and function 
of the heart, its rolation to the rest of the 
body and health. 


MECHANISM OF BREATHING, Respiratory systom: How 
it workse ‘ 


DIGESTION OF FOODS - Digestive system: its func- 
tions and malfunctions. 


CONTROL OF BODY TEMPERATURES: Cause of change in — 
body tonperatures, how how these ean be eae 


about th tho structuro and function of the kidneys. 


‘THE NERVOUS SYSTEM: Its structure, atovets on 
other parts” of the bodye 


THE EYES AND THEIR CARE: Structure of the cyeg 
how to avoid impairmont of its efficiency. had 


ENDOCRINE GLANDS: Influence of ondocrine glands 
on hoalth and personality. 


BODY DEFENSES AGAINST DISHASE: What the body 
does to defend itself from discase. 


INTRODUCTION TO COMBAT FATIGUE - Navy Film; 
Adopted for use by Army; deals with fear. 


-EIRST AID FOR BATTIE INJURIES (Running times 27 
min): First aid fundamontals for soldier going 
into combat. | ! a 


FIRST AID FOR NON-BATTLE INTURT3S (Running times — 
29 min): Interesting sories of sketches showing 
cause, coffect and prescribed method of treatment — 
for various types of non-battle injuries such as 
occur in evory day military life. a Aaa 


PERSONAL HEALTH IN TER JUNGLE; Depicts precau= 
tions to be taken to proteet the soldier from the — 
tooming dangers of the jungle. ; es 


. TRAINING PILM 


8-2060 


§~2070 


= 2080 


Ps 


§=2090 


im33 42 


thomselvos to VDe Gne of the best fi idus of ite. 


pre wvortd SM» i 


TITIE AND DESCRIPTION 


PICK-UP {Running times: 28 min): Denger of ¢ 
sex relations dramatically presented by means of 
a story of a soldier who picked-up a girl in a. 
railway station, contracts VD from her. Excell 
entertainments forceful argumont.: s 


nursese "gh LOWS batt stops from eer ihr aie 
plastor to the applientic m of hsehs most GisSiontt and 
i agicaetiaiade caste Ca 


SWINGING INTO STEP (Running time: 28 min)s R 
habilitation film for mon who have lost limbs, 
Shows by example the richness of living still | 
possible to thom.s Tells specific cases of muti- 


lated men whe | have beeomo happily adjusted. — 


WARD CARE OF PSYCHOTIC PATTENTS: Tips to corps- 
mon on hav to handle psychotics. : 
MISCEL LANE Nis ous 


THRER CADETS (Running time: 45-55 min): 
cally dopicts experisrees of three men who aypeer 


type e 


FIGHT SYPHILLIS (Running times 19 min): An 

olscucnt plce for prevention of syphillis. Shows 
tho spiroachotes underscores how disease spreads 
and is inherited. fe 


FOR YOUR INF ORMAT TON (Running times 19 min): 
léma pdapbats on af a Kodachrome film, dealing 
the dangers of voneroal Giseaso for women, its 


a 


REHARTLITATION OF DISABLED SOLDIERS "Meet Med 


gal" (Running eh sctee ): Story of a man wh 
has lest his limbs and who has been fitted with 
mochanie,] deviecs so that he can perform daily 
PaEe Sy wor us A intho epopat of « i thee 


oe : sale i 
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“TRAINING FILM 


Misc 947 


Mise 1003 


132 


FB 146 


FB 147 


WEDICAL SERVICE IN THE JUNGIE: Doals with medical 


ut 
; 


“PITIE AND DESCRIPTION 


AMPUTATION OF LOWER EXTREMITY © Color Print (Run= 
ning time: 44 min): This. film suitable only for 
medical personnel. Shows operative and post- 


operative procedure. 16mm color filn. 


KNOW FOR SURE (Running time: 23 min): Acted by _ 
top Hollywood stars, this tolls a story illustrat 
ing the danger’ of syphilis in parents. Shows 
what should be done before having children, if 

eithor parent has syphilis. 


eX 


FILM BULLETINS 


EVACUATION OF THE WOUNDED: Absorbing combat docu- 
mentation, showing echclons cf medical scrvicos 
in Italy and North Africas; from injury to return 
to UsS. Excellent morale film for combat troops. 


MEDICAL SERVICE IN INVASION OF NORMANDY: Sxcit- 
ing docuncntation of pa part playod by the Medical 
Corps in first four days of tho invasion of the 
Buropean continent. 


a 9 meme ee 


problems po poonliar to life in the jungle. Excollent — 
illustravive material from combat phot ography ea 
under jungle conditions. 
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